BOTANY WORSTED MILLS 
Men's Wear Showrooms 
261 FIFTH AVENUE 
New York, N. Y. 








Botany Worsted Mills Supplementary 
Location 


Chuck Spaulding (#2355) 


In addition to their factory location in Passaic, NJ, 
Botany Mills had a showroom location at 261 Fifth 
Avenue, New York, NY. The illustrated cover 
demonstrates that the company used their perfin 
pattern B149 from the New York location. 


